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Trinity  Episcopal  Church,  an  unostentatious 
bit  of  English  Gothic  ecclesiastical  architec- 
ture stands  at  the  corner  ot  St.  George  and 
King  Streets.  The  cornerstone  was  laid  in 
June  1825  with  portions  of  the  original  struc- 
ture still  standing.  It  is  the  oldest  Episcopal 
Church  erected  in  Florida. 
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